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REPORT. 

OP  THE 

Medical  Officer  of  Health. 

For  the  Year  ending  Slst,  December^  1921, 


CROMER, 

2nd  May,  1922, 


Gentlemen, 

The  season  of  1921,  was  again  much  affected  by  the 
prolongation  of  the  coal  strike,  but  though  short  was  on 
the  whole  better  than  any  since  the  War. 

The  year  was  excessively  dry,  and  on  the  whole  fine 
weather  prevailed.  The  rainfall  was  12.87  inches  (.322.2 
m.m.)  as  compared  with  14.27  inches  (361.8  m.m.)  in  1920. 

On  1st  Oct.  there  were  987  houses  occupied  as  com- 
pared with  979  in  1920,  leaving  only  29  empty,  the  total 
inhabitable  houses  remaining  at  1016. 

The  scheme  for  building  houses  fell  through  owing  to 
the  financial  difficulty  of  the  nation. 


One  house  was  condemned  as  unfit  for  human  hab- 
itation and  closed.  One  house  was  reported  as  having  no 
W.C.  and  this  was  remedied  by  the  owner. 

There  have  been  many  complaints  as  to  keeping  fowls 
and  pigs,  which  have  been  dealt  with. 

Complaints  were  made  of  the  prevalence  of  rats  in 
the  town,  and  steps  were  taken  to  get  rid  ot  them. 

One  cowshed  required  lime  washing. 

In  three  cases  supplies  of  bad  meat  were  condemned. 

The  six  Bake-houses  were  visited,  three  required 
lime  washing. 

A fire  occurred  on  Roughton  Heath  and  destroyed 
the  fence  of  the  Isolation  Hospital,  causing  much  alarm 
to  the  inmates.  I must  again  point  out  the  necessity  for 
telephonic  communication,  which  was  deferred  owing  to 
the  cost  of  installation. 

The  Isolation  Hospital  has  been  painted  and  repaired 
inside  and  out,  of  which  it  stood  greatly  in  need. 

STATEMENT 

showing  work  done  by  the  Sanitary  Inspector. 


Total  number  of  Inspections  made  in  1921  537 

The  total  number  of  Nuisances  169 

Inspections  under  Factories  and  Work- 

shops  Acts,' ' ■ 6 

Housing 

Total  number  of  Dwelling-Houses  Inspect- 
ed for  housing  defects  (Under  Public 
Health  or  Housing  Acts).  10 

Proceedings  under  Public  Health  Acts. 

(1)  Number  of  Dwelling-Houses  in 
respect  of  which  notices  were  served 

requiring  defects  to  be  remedied.  1 

(2)  Number  of  Dwelling-Houses  in  which 

defects  were  remedied  by  owners.  1 


Proceedings  under  sections  17  & 18  of  the  Housing,  Towfl 

Planning,  &c.  Act,  1909. 

Number  of  representatives  made  with  a 

view  to  the  making  of  closing  orders.  1 

Number  of  Dwelling-Houses  in  respect  of 

which  closing  orders  were  made.  1 


NOTIFIABLE  DISEASES 
during  the  Year. 


Disease. 


Total  Cases 
Notified. 


Diphtheria 
Scarletina 
Enteric  Fever 
Pheumonik 
Tubbrculosts 
(a)  Pulmonary- 
""  M. 

) : 

A 

Total 


8 

2 

1 

1 


4 

a 

7 


(b)  Non-Pulmonary— 
M.  0 

F..  1 


Cases 
Admitted  to 
Hospital. 


2 

2 

0 

0 


0 

0 

0 


0 

0 


Total 

Deaths. 


0 

0 

0 

1 


I 

a 

4 


0 

1 


Total 


1 


0 


1 


All  deaths  notified. 

In  every  case  disinfection  of  bedding  and  room 
was  thoroughly  carried  out. 

Ophthalmia  Neonatorum  1 : treated  at  home  Vision 
unimpared. 

During  the  year  four  cases  were  in  the  Isolation 
Hospital  at  Roughton,  the  average  period  of  detention 
being  23.5  days. 


During  the  year  arrangements  were  made  by  the 
County  Council  for  all  Bacteriological  examinations  to 
be  conducted  at  the  County  Laboratory  in  Norwich  free 
of  charge. 


THE  POPULATION 

as  given  by  the  Registrar  General  is  4011  for  1921,  and 
he  states  in  his  memorandum  that  “the  Census  of  1921, 
originally  planned  for  the  24th  April,  was  unavoidably 
postponed  until  the  19th  June,  and  it  is  now  clear  that, 
while  the  latter  date  avoided  the  recognised  programme 
of  industrial  holidays,  some  holiday  movement  was, 
largely  owing  to  the  abnormally  fine  weather,  already 
then  in  progress.  This  is  reflected  in  the  Census  returns 
by  the  inclusion  in  the  case  of  the  more  popular  holiday 
areas  of  varying  and  sometimes  substantial  proportions 
of  visitors.  The  use  of  local  population  figures  which 
depart  materially  from  the  figures  of  normal  resident 
populations  would,  of  course,  be  unsuitable  in  connection 
with  statistics  of  births  and  deaths  classified  according  to 
area  of  residence;  and  it  has  been  deemed  necessary  to 
make  an  adjustment  for  these  purposes  by  measuring  the 
extent  of  the  non-resident  population  in  certain  areas  and 
by  effecting  its  re-distribution  throughout  the  country. 
Such  an  adjustment  has  accordingly  been  made  by  means 
of  the  best  data  available  for  1921.  Any  substantial 
difference  between  the  population  quoted  and  the  corres- 
ponding Census  figure  should  be  attributed  to  this  process 
of  adjustment,  although  its  effect  has  been  negligible  in 
the  majority  of  areas.” 

THE  BIRTH  RATE. 

is  16*7  per  1000  population  as  compared  with  15'5  in  1920. 
The  Birth-rate  for  England  and  Wales  being  22*4  per 
1000  population  for  1921. 


THE  DEATH  RATE 

is  8*7  per  1000  population  as  compared  with  10*2  in  1920 
The  Death-rate  for  England  and  Wales  for  1921  being 
12*9. 


The  Infantile  Mortality  was  29’8  per  1000  births 
registered  as  compared  with  327  in  1920.  The  Infantile 
mortality  for  England  and  Wales  83  per  1000  births. 


VITAL  STATISTICS. 

Area  1007  acres. 

Population  4011.  (Census  1921,  5435) 

Inhabited  Houses  987. 

No.  of  families  or  separate  occupiers  (1921)  875. 

Rateable  Value  £31,433. 

Sum  represented  by  a penny  rate  £127. 


BIRTHS. 

Males  28,  Females  39,  Total  67.  3 female  illegitmate 
Births  notified  65. 

Birth  rate  167  per  1000  population. 

DEATHS. 

Males  14,  Females  21,  Total  35. 

Death-rate  87  per  1000  population. 

Registered  in  the  District  without  any  correction  55 


INFANTILE  MORTALITY. 

2 deaths  one  male  (illegitimate)  one  female. 

29*8  per  1000  births  registered  0*49  per  1000  popu- 
lation. 

Analysis  of  Registered  deaths  under  following  Age-groups 


Under  one  year  3 

Between  one  and  two  1 

,,  three  and  five  1 

,,  five  and  ten  1 

„ ten  and  fifteen  1 

„ twenty  and  thirty-five  5 

,,  thirty-five  and  forty-five  7 

,,  forty-five  and  sixty-five  18 

Over  sixty-five  18 


55 


PULMONARY  TUBERCULOSIS. 

4 Deaths,  ()'9  per  1,000  population,  114‘2  per  1,000 
deaths. 


CANCER. 

6 Deaths,  1’24  per  1,000  population,  171’4  per  1,000 
deaths. 


None. 


ZYOTMIC  DISEASES. 


CAUSES  OF  DEATH. 


Tuberculosis  of  respiratory  system 

Other  Tuberculous  disease 

Cancer,  malignant  disease 

Heart  Disease 

Arterio-sclerosis 

Bronchitis 

Pneumonia 

Ulcer  of  Stomach  or  Duodenum 
Appendicitis 

Acute  and  Chronic  Nephritis 
Other  accidents  and  diseases  of 
Pregnancy  and  Parturition 
Congenital  Debility  and  Malform- 
ation, premature  birth 
Other  deaths  from  violence 
Other  defined  diseases 
Cause  illdefined  or  unknown 


Males. 

1 


O 

a 


1 

1 

1 

1 

1 


4 

1 


Females. 

8 

1 

a 

1 

2 


1 

1 


1 

i 

6 


14 


21 


In  conclusion,  I have  to  thank  Mr.  Croome  for  his 
kind  assistance. 


I am,  Gentlemen, 

Your  obedient  Servant, 

R.  C.  M.  COLVIN-SMITH, 

M.B.,  13. C.,  B.A.,  M.R.C.S.,  L.R.C.P., 

Follow  of  the  Society  of  Medical  Officer's  (f  Health, 

Medical  Officer  of  Health, 


Cromer  Weather  Report. 


NINETEENTH  ANNUAL  REPOET, 


ATMOSPHERIC  PRESSURE. 

The  mean  of  30  05  inches  was  slightly  higher  than 
that  of  last  year. 

The  highest  and  lowest  monthly  means  were 
February  30*27  inches  and  January  29’893  respectively. 

The  highest  reading  was  30*707  inches  on  February 
27th,  the  lowest  29’204:  inches  on  January  18th,  giving 
a range  of  I'oO  inches  as  against  2' 12  inches  in  1920. 

SHADE  TEMPERATURE. 

The  mean  Shade  Temperature  of  507  degrees  was 
1‘6  degrees  above  that  of  last  year. 

August  was  the  warmest  month  with  63.1  degrees, 
being  4*6  degrees  higher  than  that  of  July  in  1920. 

The  highest  temperature  recorded  during  the 
year  was  89  degrees  on  July  10th,  being  11  degrees  above 
the  hottest  day  last  year.  February  was  the  cold- 
est month  with  a mean  temperature  of  40‘5  degrees  and 
the  lowest  reading,  25  degrees,  was  registered  on 
December  5th,  and  December  6th. 

SUNSHINE. 

The  total  amount  of  bright  unclouded  sunshine 
recorded  was  1801*5  hours,  being  201  hours  more  than 
in  1920. 

July  gave  the  best  record  with  a total  of  241*8 
hours,  May  being  second,  with  235*5  hours. 

RAINFALL. 

Rain  was  registered  on  155  days  the  total  of  12*67 
inches  being  the  lowest  recorded  for  some  years. 

P.  COLYER, 

Ohse7'ver. 


Cromer*  Weather  Report  for  1921. 
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